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\\ This document contzins information «(0 > a eee 
referring to Project CORINA 8 September 1958 
MEMORANDUM FOR: Directer of Development & Precurement, DPS/DCI 
SUBJECT : CORONA Technical Working Group 


1. Herewith is a note from Plummer which describes the CORONA 
Technical Werking Group which Leckheed has set up tegether with minutes 
of the second meeting of that Greup. 









| he agree with 
with Messrs. 





3. In this connection I think we should make « major effart te de 
some home work befors the Progress Report mecting on 17 September. 
Specifically, I would like te have Gene Kiefer prepere a list of techni 

(er coordinate) a list of administrative aad problems. oP. edna 








will want te collaberate with the preparation of the : 
latter of these lists which should include any eperational problems sf which — 
he is now aware, : — 
4. eh 22% t what extent you or Gene have made use of ED at 
occurs te me that we might well place heavy reliance om him 2 

te monitor Iteck/Fairchild werk. so 


RICHARD M,. BISSELL, JR, 
Special Assistant to the Director 


for Planning and Development 





Declassitied and Released by theNRO 
In Accordance with E. O. 12958 


on NOV 26 iyyf 





